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Message Text 



UNCLASSIFIED 

PAGE 01 LONDON 15909 051832Z 
73 

ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 RSC-01 /021 W 

093485 

R 051821Z DEC 74 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 6294 

UNCLAS LONDON 15909 

E.O. 11652: N/A 
TAGS: BEXP.UK 

SUBJECT: HOSPITAL EQUIPMENT AND SYSTEMS TRADE MISSION 
TO GREECE, ITALY AND SWITZERLAND APRIL 5-17, 1975 

1. MARTIN OF COULTER ELECTRONICS INFORMS THAT HE HAS 
ALREADY BEEN CONTACTED BY US PARENT COMPANY REGARDING 
SUBJECT TRADE MISSION AND THAT HE IS INTERESTED IN 
EXPLORING POSSIBILITY OF PARTICIPATION. HE STATED HE 

HAS WRITTEN TO DEPT OF COMMERCE FOR DETAILS AND IS 
AWAITING REPLY. 

2. EMBASSY IS WRITING OHIO MEDICAL PRODUCTS AT ADDRESS 
IN REFTEL INASMUCH AS COMPANY DOES NOT RESPOND TO RE- 
PEATED TELEPHONE CALLS. 

SPIERS 



UNCLASSIFIED 



NNN 
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